Esquerita - Believe Me When I Say Rock And Roll Is Here To Stay
Intro
Ronnie Whetstone & The Wonder Boys - Me & My Baby's Going Rockin Tonight
Bob Butler - 3 Miles South Of Town
Joe Therrien & His Rockets - Hey Baby Let's Go Downtown
John Worthan - The Cat's Were Jumpin'
Roy Orbison - Rock House
Al Ferrier - Let's Go Boppin' Tonight
Break 
Bobby Bare - What'cha Gonna Do
Johnny Bond - Five Minutes Love Affair
Dale Hawkins - Boy Meets Girl
Paramounts - Girl Friend
Barbara Pittman - I Need a Man
Doc Starkes - Love Me Like Crazy
Break
Earl Reed - Drink Wine
Gene Summers - Wine Wine Wine
Ted Heath - Tequila
Rosco Gordon - Let's Get High
JACKIE BRENSTON & HIS DELTA CATS - JUICED
Earl Bostic - Bar Fly Baby
Break 
Billy Crash Craddock - Ah, Poor Little Baby
Bill Blevins - Crazy Blues
Marcus Van Story (w Friends) - My Baby Left Me
Carl Mann - A6 - I'm Left, You're Right, She's Gone
Conway Twitty - Trouble In Mind
Outro
